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MEMORANDUM FOR: Deputy Director for Intelligence 

Deputy Director for Plans 

Deputy Director for Science & Technology 

Deputy Director for Support 

SUBJECT : Intelligence Museum Commission 

REFERENCE : Memo to the Deputy Directors from ExDir 

dtd 29 Sep 72, Subj: Intelligence Museum 


In accordance with, referent memorandum, an Intelligence 
Museum Commission has been established, with membership as 
follows: 

Chairman and Office of the Director Member 

25X1 | — 

DP /I 

Walter Pforzheimer 
DD/P 
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25X1 



Secretary 


Bernard Drell 


25X1 


W. E. Colby / 

Executive Director-Comptroller 


25X1 


Dr. Drell 

Inspector General 

General Counsel 

Legislative Counsel 

Director of National Estimates 

D/DCI/IC 

AO/DCI 
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